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lj>orh0btre ant) Wortb Eastern Section. 


LIST OF OFFICERS. 

(1905.) 

Chairman t C. F. Tbtxey, M.A., JVP. 
Vice-Chairman t J. K. Lauiuk. 


H. M. Chubb. 

R. R, Laksdale. 
W. H. Liklet. 

W. E. Marriott. 


Committee: 

A. .T. Murphy. 
Otto Otebdboe, 
A. W. Rogers. 
S. A. Smith. 


Hon. Auditor: J. P. Kike. 

Secretary and Treaettrer • T. P. Webster, A.S.A.A., 

62, Baeinghall Street, Leeds. 


ANNUAL MEETING HELD AT THE QUEEN'S HOTEL, LEEDS, 
ON FRIDAY, FEBRUARY 10th, 1905. 

Alderman C. F. Tetley in the Chair. 

The Secretary (Mr. J. P. Webster) read the notice convening the 
Meeting. 

The minutes of the last annual Meeting were read and confirmed. 

The Chairman presented the Report and accounts for the year 
ending December 31st, 1904. The Report contained a brief account of 
the Meetings held, the papors read, and the attendance put in at the 
Meetings of the Section during the year, and foreshadowed also the 
titles of forthcoming papers, with a list of the readers' names. 

The Meeting then proceeded to elect officers for the present year, 
and on the motion of Mr. A. J. Murphy, Mr. C. F, Tetley was unani¬ 
mously elected Chairman, and Mr. J. K. Laurie Vice-Chairman. 
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ANNUAL MEETING. 


The following gentlemen were elected to serve upon the Committee: 
—Messrs. H. M. Chubb, — Lansdale, W. H. Linley, W. E. Marriott, 
A. J. Murphy, 0. Overbeck, A. Rogers, S. A. Smith. 


At the conclusion an ordinary Meeting was held, at which a paper 
was read by Mr. J. S. Ford, entitled “ Malt Analysis. Part I: The 
Estimation of Diastatic Power.” By J. S. Ford and J. M. Guthrie. 

This paper will, it is hoped, be published in the next number of the 
Journal. 



